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Fashion Show By 


Economics Class | 


Miss Willadene Todd, Miss Con- 
nie Singletary, Miss Patricia 
Parker and Miss Velma Williams 
were prize winners in the Spring 
Fashion Show presented by stu- 
dents of Mrs. R. C. Lane's “home 
ecolbmics" class at the luncheon 
meeting of the Pahokee Woman's 
Glub’ Wednesday. Miss Todd and 
Miss Singletary were awarded 
duplicate, prizes as they tied for 
having the best “drtasy” dress; 


Miss Parker won in the sportswear | 


division, and Miss Williams for the 
best‘ all-occasion dress, Judges 
were Mrs. Richard Poston. presi- 
dent of the Belle Glade Woman's 
Club; Mrs. J. R. Faulk and Mrs. 
Douglas Mathews. 

The girls participating in the 
Fashion Show, made and modeled 


the attractive garments them- | 


selves. As they appeared before | 
the Club members and judges, they 
stepped'through. a. heart-shaped 
ftame trimmed with red roses, to 
carry out the Valentine motif. 
Others in the show were Hester 
Schultz, Tamara Perez, Alice 
Guerry, Joyce Sims, Peggy Turn- 


er, Iva Hand, and Heather Reed. | 


Decorations for the luncheon 
(continued on page 8; 
tut eee: 


Val Gabaldon Is : 


Head Debate Team 


Val- Gabaldon,- 179 Barfield 
Highway, Pahokee, has recently 
been re-elected captain of the de- 
bating team at Palm Beach Junior 
‘College, which is the first time 
that student has held this post 
for a second year. 

Val and the^other members of 
the PBJC team are in Tallahassee, 
where they will ‘meet teams from 
other colleges in, the Southeastern 
States, today and Saturday, and 
debate on the topic, “It Is Resolv- 
ed That the Non-Communist Na- 


. ,tiohs of the World Should Form an 


Economic Community.” Val and 
his partner, Donald  Deakin. of 
West Palm: Beach, will debate on 
-thé-negative side: p. 
“(Persuasive speaking — contests 
wil also be held in Tallahassee, 
Yday Val will also” participate: in 
“these, debating-on', the * subject, 
“Our Friends and Enemies Around 
the- World, Who Are They?" He 
will speak ten times during the two 
days he is in Tallahassee. 


Tag Office WillBe ` 


Open Saturday — | 


The auto tag office in the Glades 
“Office Building will be opén 'Sat- 
ürday, February 16, from 8:30 a. 
m. until 1 p. m. for the convenience 
of the public. This office is usual- 


ly closed all day Saturday. Firial| 


day to purchase tags without pen- 
‘alty is Feb..20. 


— —Á-——— —— 


[Katherine Young 


Mr. and Mrs. Glenn. Powell have 
as their guests this week, his: par- 
ents, Mr. and Mrs. R. A. Powell of 
Ridgefarm, Ill., who arrived Mon- 
day; his brother, Hubert Powell of 
Danville, Ill, and. Mrs. Dicey 
Schearburn of. Alton, TI. 


Has Fine FSU Record 


TALLAHASSEE — Twenty" 
eight students.were inducted into 
Phi Eta Sigma, men's freshman 
honorary, and 58 into Alpha Lam- 
da Delta, women's freshman hon- 
orary, last (Tuesday, Feb. 12) 
night at Florida State University. 
Among the students comprising 
topranking students in the fresh- 
man class during the fall trimest- 
er, all having made a grade point 
average of 3.5 (B plus or A minus) 
or higher while carrying @ pro- 
gram load of 12 or more trimest- 
er hours during their first term 
at FSU, was Miss  Kathreine 
Young (3.8) daughter of. Dr. and 
Mrs! W. C. Young’ of Canal Point. 


Queen Is Crowned 
By Sorority Group 


Mrs. Beth Wilkinson was crown- | 
ed queen at the annugl Valentine 
dance of Beta Sigma Phi Sorority 
held Saturqay ^ night with. Bob 
Vrooman anhe Bob-o.Links of 
West Palm Beach furnishing the | 
music. 

Mrs. Frances Moofe, the 1926 
queen, gave the welcome “address 
and crowned tlié-new-.queen. Mrs, 
Moore álso presented Mrs. Wilkin- | 
son with a bouquet of ed roses, į 
and a Beta Sigma Phi crystal serv- 
ing tray. wwe ll. i 

The dance wa sponsofed by the | 
City Council of ta Sigma Phi, 
with Mrs. Lois White acting as 
general chairman.. Mrs. Nina Hat- 


| 


ton and her committee from the |. 


Beta Omicron Chapter were in 
charge of decorations; Mrs. Becky 
Howard and a.committee from Xi 
Alpha Mu arranged for the queen's 
throne, and Mrs. Alyce Tyson and 
her committee from the Xi Beta 
Tau Chapter had charge of the re- 
freshments. 


Poultry Judging | 


School Is Held 


An all day training school in 
poultry judging was held at the 
home of Mrs. J. H. Strayer in.Ca- 
nal Point; ‘Saturday; with Assist- 
ant County- Agent, Raleigii.Griffis 
of West Palmi- Beaĉh, instructing. 
He was assisted by Mrs. Strayer. 

This was the third class held for’ 
4-H mémbers, having poultry as 
their project, in preparation for 
the judging contests which will 
take place at the Florida State 
Fair, Tampa, and the Central 
Florida Falr at Orlando. ` ‘i 

4H Dose E attending were 
Ara and John Henry, West Palm 
Beach; Donald Jarriel; Loxa- | 
hatchee; Dicky Strayer, Ross and 
Nancy Harrington, of Canal Point. 

Sack lunches were enjoyed by 
the-group.at the noon hour. ` 


te - —— 


ATTEND FAMILY REUNION 


Mr. and Mrs. Grady. Boynton 
and their son, Joe Tom Boynton, 
atténded a Boynton family reunion 
in Lakeland, last weekend. They | 
were the guests of Mr. Boynton's 
brother-in-law and sister, Mr. and 
Mrs. Milton Oates, while in Lake- 
land. 


|name was changed to its present 


one. He stated that there are five | Start March 10th i 
major penal institutions in the Sere 


Four Acres Land 
To Bring $50,000 


ed land near Delray Beach is go- 
ing up for bids again—this time 
with a base bid set at $50,000. 

The property fronts some 300 
feet on the Federal Highway and 
is wanted for development of com- 
mercial facilities in a shopping 
center. The county commission 
this week, approved calling for 
bids on the land. ^ 

In other actions the board: 

Created the job classifications of 
right of way field agent in the 
engineer's office and the post of 
physician's assistant in the Health 
Dept. James Máhoney was named 
to the post of field agent and a 
health dept? aid now working on 
a fee basis was named to the phy- 
sician's job. 


Heard that the Palm Beach | 


hearing. i 
Heard that an incoming steamer 
had hit and damaged a rubber pipe 
on the floor of the Palm Beach 
Inlet, halting operation of the in- 
let sand transfer plant. It was 
estimated it would cost $5,000 to | 


repair. : 
plant back in 


Lions Club Hears 
Garrie Curlee 


Garrie Curlee, Superintendent of 
the Glades Correctional Institu- 
tion at Belle Glade; was guest 
speaker at the luncheon meeting of 
the Pahokee Liohs Club, Tuesday, 
with the president Kyle Scott, 
presiding. 

Mr. Curlee spoke on the past and 
present of GCI, stating that ‘it 
was established in 1932 and ope- 
rated as a branch of the-Raiford 
Prison until 1951. In 1961 the 


State, and 36 road-camps, with in- 


A four-acre plot of county own- 


Canal Point Girls 
Will Present Skit 


A group of, Canal Point 


in Belle Glade, 


girls 
will present a skit -at the Palm 
Lake Association Junior G. A. box 


mates.- totaling — approximately 


have only been ‘two. escapes during 
the past calendar year. 

* Mr. Curlee said that the pres- 
ent policy in dealing. with prison- 
ers is to rehabilitate instead .of 
punish. The major operation at 
GCI is cattlé raising with some 
3,500 to 4,000 head of stock in the 
herd. Thete is also a herd of 155 
dairy cows, and an efficiently ope- 
rated canning plant. 

J. W. Vann was nominated, 
elected and installed as treasurer 
of the Club to fill the unexpired. 

; (Continued on Page 8) 


Band Will Play At 
Ft. Myers Saturday : 


The Pahokee High School Band, 
under the direction: of R: O. 
Lampi, will participate in the "Ed- 
ison Pageant of Lights, at Fort 
Myers on Saturday. They will 
leave Pahokee at 1:00 p. m. by 
charter bus and will return Satur. 
day night. 3 : 


supper 


night, at the First Baptist Church. 

Those participating ín the skit, 
will 
Hayes, Jackie Hurst, Teryl Echols, 


“Florida Gold," 


Wanda Hitchcock, 


Brenda Browning, Regina Ingram, 
Jan Geiger, Sandra Wilson, and 
Glennie Trett. They will be accom- 
panied by their counselors, Mrs. J. 
H. Strayer, Mrs. Roberto Arrieta 
and Mrs. Lawrence Stewart. 


Got Any Spare TV 
Stamps Not In Use? 


un-used TV 
2 stamps laying around your home? 
Santa Company asked an = | Would you like to donate them to- 
m in rates from $1.80/to SET |the Canal Point School for an air- 
per month and asked for a public | conditioner? Just sixty books will | 


j purchase one. Send yours to.the 


. Do you have any 


| s*hool or give to any of the teach- | 


ers. 


Two large air-conditioners and 
one small one are still needed to 
completely air-condition the school 
buildings, according to the group! 
put=-thet of Canal Point parents who “are | 
working on this project in coope- 
ration with the PTA. P 

A chicken barbecue dinner for 
the benefit of the áir-conditioning 
fund will be held at 
Point Community Building, Satur- 
day, March 2; from 5 to 8 p. m. 
The price for adults is $1.50, and 
children. 
wishing to attend the dinner must 


75 cents for 
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New Study Course 
Discussed At PTA 


The new'study course, "Ameri- 
canism Versus Communism,” was 
discussed by Bob Maxson, who 
will tedch’the course, at the meet- 
ing of the Pahokee Parent- Téach- 
ers Association held Monday 
night in the school auditorium. 

Since the State legislature re- 
cently passed a law requiring 
every high school student to take 
the course for six weeks, it will 
be taught during the last six weeks 
of this school year at Pahokee 


| High School. 
! Mr. Maxson who has been at-, 


tending elasses,at Palm Beach 
Junior College in preparation for 
teaching this course, outlined the 
four units ef.the study. 1. Com- 
munist ideology, their goals and 
ambitions, 2. Communist party 
satellite nations in China,. aims 
and functions. How théy some- 
times use, innocent Organizations 
to further their aims. 3. Soviet 


i system, how people live and. react 


to the system. 4. Khrushchev ín 
powér; how the “power has, fúnc- 
tioned; his relationship, with. the. 


rest of the world. Has. he followed ^ 
the Communist & 
The State Board of Education 


Open House Honors 
Mrs. Ida Larrimore 


Mrs. Ida ‘Larrimore, retiring. 
city librarian, will “be honored 
with an "open house" at the Paho- 


secure a ticket iri advance as they | kee City Library on Friday, Feb- 


will not be sold at the door that 


night. 


| 


ruary 22, from 3 to 6 p. m.,-it was 
announced at the meeting. of the 


According to Mrs. Joe Cherry,| Library Board, February 7, with 
ticket sales are already brisk, and | the chairman, L. L. Shirley, prê- 
anyone wishing to purchase them | siding. ^ 


may call her, at, 924-7130. 


Local Revival To 


Canal Point Baptist Church an- 
8,000. GCI-has 500 colored male in--| nouncé it’s coming Revival to be 
mates.and is ¢ medium security in-] Held March 10 through March 17. 
stitution with only. the guards on} “Préceding: this Revival will be & 
the gates being armed, yet there series of Cottage, Prayer “Meetin 
over the entire community, five to 
| be held each evening. To begin this 
endeavor the Pastor will announce 
this*coming. Sunday in the Morn- 
ing Worship Services committees 
to plan for such Items as: Public- 
Hospitality, Ushers, 
Telephone, Census, Music, and Pro- 


ity, Prayer, 


motion. 


Rev. Stewart requests the coop- 
eration of the entire area, in ob- 
taining a census, from which all 
the churches in Canal Point will 


| 


Clinic Scheduled On 


' Mrs. Larrimore submitted. her 
resignation which was accepted 
with regret, and Board members 
expressed their sincere apprecia- 
ion for her 20 years of service to 
the community. Y - 
Applications for the, position of 
City Librarian should be sent to 
Mayor Duncan Padgett, with a 
copy to L. L. Shirley, „Library . 
Board cbairman, by.February 21, 


A list Siesta E 
immediately, was prépared during 


the meeting. 


New Laws Today `. 


Palm Beach County Legislators 
will hold a clinic in the auditorium 
of the Glades Office Building to- 
day between two and five o'clock 
State Senator Ralph Blank, Rep- 


be given the names of the new |resentatives Emmett 'S. Roberts 


residents for 


group. 


A noted Author-Evangelists will 


their 


respective | and Jerry Thomas will be present 


for the clinic. v 
Any local legislation expected to . 


lead the church, as well as having | be introduced in the 1963 session 


|a long time friend of the communi- | should be presented for explana- 


ty bring the inspirational -musiç | tion and discussion at one of tne 


for each service. 


———— e 


Rev. and Mrs. Walter Cross and 


clinies, Williams said. - 


Rev. and Mrs. Warren Neuburn -~ 


family of Tampa, visited his par-,of Greenacres were the dinner 
ents, Mr. and Mrs. W. S. Cross in| guésts Monday evening, of Rev. 
Canal Point, .Mondáy, also her|and Mrs. Lawrence Stewart. Rev. 
parents, Rev. and Mrs. J. O. Jame- | Neuburn is pastor ofthe Green- ` 


gon in Lake Harbor. 


' acres Baptist Church. 


M BEACH COUNTY 
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“The Truly Distinguished Mind & 


Prefers the Provinces". — 


A The Everglades News, Canal Point, Florida 


Friday. 
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to sugar beets. According to the 
Missouri Department of Agricul- 
ture, test planting results have 
been good enough to obtain a com- 
mitment from a processing con- 
cern to handle 1963 production. 
The Missouri area has no allot- 
ment yet, but officials hope to get 
one. In the meantime, plantings 


will be listed as “experimental.” 
te.. 


In the field of chemicals, I note 


A headline in one of our regional 
livestock publications caught my|that one firm is marketing equip- 
eye recently. The story was to the | ment for greenhouse operators to 
effect that farm incomes have ris-| give their plants a “booster” of 
en much faster in recent years | carbon dioxide.-“Atmospheric fer- 


- than those of non-farm people. tilization,""they call it, and it 
An Illinois economist was quot- | works for plants and vegetables 
ed às stating that U. S. Depart. | like bottled oxygen helps humans. 
ment of Agriculture figures show Also, I was told about a new 
average incomes of people. on |method of protection against dam- 
farms rose 43 per cent in the 1955- | age to perishables if the cooling 
61 period, where as for non-farm | system breaks down ın a refrige- 
people the rise was only 17 per|rated truck. Should the tempera- 
cent. ture start to rise, -a thermostatic 
` Just what figures the Illinois | control releases liquid nitrogen 
economist-üsed to arrive at that| which is sprayed over the truck 
surprising conclusion the report|contents, cooling them down 
didn't state. But I know a lot of | quickly. 
farmers who, would take violent 
exception to. that comparison. 


The Economic Research Service| 


(threat to the record season aver- 


The ‘last stand for the other 10. 
clubs.to keep unbeaten Forest Hill: 
from its first undisputed basket. 
ball championship in the Suncoast 
Conference starts this week with, 
the teams scheduled’ for 16 games. 
this week and concluding the regu- 
lar season next week. 

Heading off the powerful Fal- 
cons seems rather unlikely, “but 
their cracking several conference 
‘records =ppears certain to occur. 
The first mark fell Saturday as 
the team season poirits total set 
at 1,267 by Riviera Beach a year 
ago was surpassed. Forest Hill de- 
feated/guest Ft. Pierce 57-28 to 
boost/its total points in loop play 
this winter to 1,271. The Falcons’ 
per game average now is 79.44 
which is .25 ahead of the team 
average record also set by Riviera 
last year. 

Frank Saier, Forest Hill's cinch 
all-conference center and the leag- 
ue’s top scorer, is threatening two 
marks set a year ago by Clewis- 
ton’s Ron Robison. For the cam- 
paign, Robison hit 166 field goals 


and totaled 442 points. With four | 


Suncoast games yet to play, Saier 
has 137 goals and 355 points. So 
he’s 29 goals and 87 points shy of 
the Robison records, but he’s no 


age set by the Clewiston star. 
The Falcons will prime for their 


final tests at winless Clewiston 


Í Tuesday on a''ftve-garüe league 


icard. . That night runnerüp 
Palm Beach invades tough Sea-' 


a bid to.remain 234 games 
h2 leader, Vero goes to 
jade, Stuart is at Pahokee 
and Ft. Pierce visits Dake Wort. 
1 Friday Palm Beach faces an 
equally imposing task when it calls 
on La.ce \/orth which is perhaps 
che lez;ue's most improved team 
dftere wsak start knocked it from 
the fli; contention. Also that 
evening Stuart is in. Ft. Pierce, 
Belle Glade is at Pahokee, Sea- 
crest calls on Clewiston and Vero 
inva les Riviera. 

A stx-game Saturday night card 
is featured by Forest Hill inyad- 
ing Seacrest. Also Pahokee goes to 
Vero, Riviera trips to Stuart,, 
Clewiston is guest of Belle Glade, 
Ft. Pierce travels to Palm Beach 
and Lake Worth hosts non-league 
Cardinal Newman. 

Easy triumphs 99-57 over Pa- 

hokee and 91-54 at Stuart kept 
Forest Hill’s record unsullied in 
the past week. Palm Beach slip- 
ped into second with romps 74-56 
over Stuart and 79,44 over Belle 
Glade, as Riviera dipped to third 
after a surprise 79-58 reverse by 
Lake Worth as the Trojans’ net- 
ted 31 free throws, only three off 
the league record. Lake Worth and 
Seacrest eacli won twice to remain 
locked for fourth place. 

Saier continued to hold a com- 
fortable lead as top scorer with a 
22.19 average through the -Fal- 
^ons' 16 starts. Still runnerup.is 
Belle Glade's Tom Close at 18.67 
followed by Saier's teamate, Har- 


ry Winkler, at 16 
Alberto Morrell has ‘puli@d into. 
fourth at 15.67, Folio him are 
Bob Snyder of Ft. 'e at 15.13, 
Brian Shy ôf "Beach at 
14.77, Rick. Lee of Riviera at 14.69, 
Martin Amestoy of Seacrest 
14.50 Dave Steinhauer of. Lake 
Worth at 14.31, Charles Hall of 
Stuart üt 14.20, Craig Gruber of 
Riviera at 13.81, Bill Whitman of 
Riviera at 18.80, Ricky Braman of 
Vero Beach'at 13.47, Bob Duncan 
of Palm Beach at 12.71, Lanny Fox 
of Lake Worth at 12.53, Bob Shoff 
of Ft. Pierte at 12.31, Bob Good- 
son of Pahokee at 12.07 and Mike 
Mazzina of Clewiston also at 12.07. 
+ With 10 games next week to fin- 


ish the regular season, the stafid- , 


ings today are: 


Forest Hill . 
Palm Béach 

Riviera Beach 
Lake Worth ... 
Seacrest 
Pahokee 
Ft. Pierce 
Stuart —.. 
Vero Beach 
Belle Glade 
Clewiston 


SP-4 Kenneth E. Kelly will lcave 
for Fort Sill, Oklahoma, Saturlay, 
after spending his leave with his 
mother, Mrs. C. B. Kelly and his 
brother, Don. Specialist Kelly was 


granted. emergency leave because 
of the critical illness of his father, 
Charlie B. Kelly who died, January 
28. 


b. anduce's 


For one thing, since 1955, there 
has been a considerable reduction 
in the farm population and. the 
number of farms, but total net in- 
conie of U. S. farmers has increas- | 
ed moderately. In 1955, total pet 
income of farm operators from 
farming was a little more than 
11% Billion dollars and in 1959 it 
was just a little over 12 Billion 
However, in 1955.there were 5,- 
087,000 farms but in. 1959 this! 
number had. dropped to 3,704,000. 

It’s obvious that. if increased | 
total income is. divided among 

| 2 fewer people the individual aver- | 

` | age income will he larger. But 

from statistics I've been able to 

find there'$ nothing to -indicate 

any such rate of gain in farm in- 

comes over non-farm incomes as 

the figures quoted by the Illinois 
economist. E 

I do.find, however, that average 
incomes of those working on farms 
show a 16.2 per cent gain from| 
1955 to 1959, whereas the gain for 
non-agricultural workers was only 
11.3 per cent. But the average in- 
come for farmers still was far less 
than that-fop non-farm employ- 

. mient—nearly @4"per cent lens; or 
' only $2,337 compared with $6,468. 


f “s.e 


I note one report om the agri- 


of thé U. S. Department of Agri- | 
culture suggests that ineótporati 

ing the family farm may. Bea wise 
move. ( 

When a farmer incorporatesshis 
farm operation, He can limit debt 
liability and still manage his own 
business, the Service points out. 
Articles of incorpotation must be 
drawn up and filed with the prop- 
er legal authorities. Records must 
be kept and audited each year. 

There may be tax advantages, 
also, but the chief value of incorp- 


oration is in making it possible for 
farm families to share equally in 
an estate without dividing or sell- 
ing the farm business. By giving 
his family shares of stock, the 
farmer can pass on the operation 


| intact to a son who wants to stay 


on the land, while giving to other 
heirs à fair share of the income 
from the farm: s 

So,.if there develops a big grow- 
th in the number of farm corpora- 
tions, don't jump to the conclusion 
that farming is passing into .the 
hands.of "big business" and absen- 
tee ownership. 


4-H Clubbers Hold 
February 7 Meeting 


cultural outlook that forecasts a 
sharp break in hog, prices this 
winter. Reason given is a jump of, 
7 pec cent in the number of pigs 
saved in.the 1962 fall pig crop 
which was up.5 per cent over the 
previous year. . 
Cattle prices, also, are expected 
| to slide this spring because of an 


slaughter of fed kinds then. 
Slaughter weights at that time are 
‘expected to: run heavier. 

One western roundup of; cattle 


The Canal Point ÀH Cíub met 


February 7 at 1:00 p./m, The pres-- 


ident, Eldridge Kinsául, called the 
méeting to order and Sonny Ursry 
called the roll. 

County Agent John Causey was 
present and told the boys who 
won ribbons at the Fair when they 
eral of the boys gave talks on their 


projects for the year. 


Ray Jinright—Reporter. 


——— — — ——— 


"gatimated 8 to: 10 per'cent increase | oua get their prize money. Sev- 


7 information reports that cattle on | MOVED TO ALABAMA 
* . feed or January 1 “could .eásily Mr. and Mrs. T. C. Clark will 
exceed 8% million head for the 26 | move to day (Friday) to their re- 
E. major feeding states, about 10 per | cently purchased 60-acre farm 
B ' cent more tham a-year ago." whichis ten miles outside of Anda- 
= Deke. . (lusia, Alabama. Mr. and Mrs. 
.* Missouri wants to start a sugar | Clark have been résidents of the 
industry. Eleven counties are plan- | Canal. Point-Pahokee are for 16 

Z ning for 1,000 acres to be planted | years. : 


ADD A PHONE... ADD A LOT TO LIVING 
à détails ori the low cost arid lovely colors, 


Save time; stéps, trouble: Add exten- 
call your Telephone Business Office: 


sion phones where your family lives 
most. . . bedroom, kitchen; workshop, 
Florida .room, teen-ager's room. For . 


“Today wz need a nation of Minute Men... . 
citizens who regard the preservation of freedom 
as a basic purpose of thzir daily life.... 


93 


TTE ER OM 
—JOHN FITZGERALD KENNEDY $ 


10 days after his inauguration 
as the 35th President of the 
United States. 


Twenty years ago, in the dark, uneasy days 
before Pearl Harbor, the Minute Man of Con- 
cord, timeless symbol of our; Nation's deter- 
' ‘mination to defend its freedom, emerged as the 
emblem of the U. S. Savings. Bonds Program. 
When war came, the Minute Man became the 
rallying force behind the huge and overwhelm- 
ingly successful effort to back our fighting men 
with War Bonds. 


In this, the 20th anniversary year of Savings 
Bonds, the Minute Man of Concord calls all 
Americans to an unremitting effort to help pre- 


serve our peace and freedom, threatened by 
forces more powerful and resourceful than those 
we faced in 1941. Though this effort will take 
many forms, one way open to all is the cón- 
tinued investment in Shares in America, U. S. 
Savings Bonds, by "citizens who regard the 
preservation of freedom as a basic purpose of 
their daily life" , 


The Everglades News 
PAULRARDIN, Publisher 
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Tale 


` uncle, George Kingsley. 


The Everglades News, Canal Point, Florida: 


. Sam McKinstry visited 
her)son-in-law and daughter, Mr. 
Mrs, E, R. Crossman and 


family at Fort Lauderdale, Wed- 


nésday. 


Mr. ànd Mrs. F. G. Gillis spent 
Monday night with relatives in| 
Leesburg. | 


Mr. and Mrs. George Arceneaux 
returned to their home in Pass 
Christian, Miss, Monday, - after} 
visiting friends in Pahokee, last 
week. 

Guy Sharon left Pahokee, last 
week, for Miami where he plans to 
spend several weeks im Little Riv- 
er. 


, p 

Mr. and Mrs. Bob Reynolds and 
faiíly of Fort Pierce, were the 
guésts Sunday of his parehts, Mr. 
and.Mrs. W. A. Reynolds in Paho- 
kee. 


Mrs. Jessie Walters of London, 
Kentucky, is à new member of the 
Paliokee School faculty and is 
tedching sections of the fith and 
sixth grades. 


4 

qx Scroggins returned to the 
of his son, Joe Scroggins in 
Worth, after. spending two 
weeks with his daughter, Mrs., R. 
J. Maxson. { 

Mrs. Kathetine Hensley return- 
ed to her home in Louisville, Ky., 
Saturday, after spending three 
weeks in Canal Point with ‘her 


Mrs. Russell Collins and sons, 
Tony and Keith, have arrived 
safely in San Vito, Italy, where 
her husband, S-Sgt. R. Collins is 
stationed with the Mobile Air! 
Groüp, according to word received | 
by her parents, Mr. and Mrs. F. G. ! 
Gillis. Mrs. Collins stated that 
there was 39 inches of snow on the 
groünd.at the time she was writ- 
ings’. s 


PERSONAL NEWS NOTES 


| countys make-up the 15th Judicial 


“nal Point, who teamed with Com- 


iwe have all the judges we need." ; Mission Book Is 


BIRTHS 


Mr. and Mrs. Donald McKinnon 
(Delilah Ruth Strayer) of Miami, 
announce the-birth of an 8 lb., 11 
oz. daughter, Deatrah Ellen, on 
February 7 at Jackson Memorial 
Hospital.. Maternal grandparents 
are Mr. and Mrs. J. H. Strayer of 
Canal Point, and Mr. and Mrs. D. 
E. McKinnon of Detroit, Michigan, 
are the paternal grandparents. 


Mr. and Mrs. Earl -Jardin of 
Jefferson, Iowa, are visiting 
friends in the Canal Point area, in- 
cluding Mr. and Mrs. M. C. Carter 
at Port Mayaca. * 

Mr. and Mrs. O. R. Bleech ex- 
pect to have acs their weekend 
guests, Mr. and Mrs. Glenn Pelkey 
and Mr. and Mrs. Verle Bleech and 


wb; all of Kalamazoo, Mich-, Stockade Food Is 
Mr. and Mrs. Donald B. Kej 
s (Good, Says Judge 


will have as their weekend guest, 
A second chapter in the food 


her son, Jasper Reed of Miami. 
| situation at, Palm Beach. County's 


Survey Is Coming preis for working prisoners, 
Circuit Judges ; { was given to the County Commis- 


sion several weeks ago into con- 
ditions at the stockade. 

The Palm Beach County Com- Judge McIntosh said he and his 
mission this week appropriated | Secretary made a surprise visit to 
$300 to help financé a population | the stockade and found food was 
study to determine if Palm Beach substantial; sufficient in quantity; 
or Broward County is entitled to | 00d in quality—a great improve- 
an additional circuit court judge. | Ment over sub standard food found 

The study was called for by Gov. 

Farris Bryant whose authority the 


on earlier visits. ‘ 
He said improvement of 
was based on recent legislative | food was a good morale builder 
statues setting up machinery for | for the prisoners and he made.an 
interim population studies. 4 appeal from meafis to further aid 
Charles Fulton, West Palm | Prisoner morale. " 
Beach attorney, represents Palm Judge McIntosh.said the stock- 
Beach County on: the state com- iade had' been giveh two second 
mittee. He appeared before the: hand TV sets for use of the pris- 
commission to ask for funds which |Oners but that now the TV. sets 
will be shared on a 50.50 basis, needed replacement. He said. he 
with Broward County. The two didn't believe tax" payers money 
should be spent for the TV sets 
Circuit. but he said he hoped some civic 
The survey will be conducted by ! club or benevolent person would 
the’ economic and research divis- 
ion of the University of Florida. 
Commisioner Paul Rardin, Ca-| 


ment. 

Judge McIntosh was thanked by 
the commission for initiating the 
missioner Lake Lytal to make a | investigation, which the commis- 
motion for the appropriation, held | sion agreed, helped overcome a} 
pressed two weeks ago—"I feel! condition that might have become \ 
that we have five excellent Judges ; 2 Serious problem. 
that we have five excllent Judges 
in Palm Beach County and that | 


-—— +S —— 


5 FOR SAFETY 


AL 


aa 


uilders using stron, 


ccc Ge’ ‘2cxed to hurricanes, certhquakes or *dis- 
us atomic blasts. If you're planning ‘to build, look 
*9 concrete masonry, the weather-prooj 
pco ; decay-proof, fire-safe building | 
quality block ... . precision made ou Stearns equipment . . . 


poer... 


see us today, 


Association, Chicago, 1 


AVOID DESTRUCTION — WITH MASONRY CONSTRUCTION 


ETE 


^Officlal Report of National 


—————— | Taught To Circle 
| Mrs. Warren Neubern, wife of 
| tne pastor of the Greenacres Bap- | 
tist Church, taught the mission | 
book “The Chains Are Strong” at 
! the joint meeting of the Ione Pat- 
| terson Circle and the WMU of the 
Canal Point Baptist Church which | 
was held Monday in the Sunday | 
School building. i 

A covered dish luncheon was. 
Served at noon to 14 members, 
Rev. and Mrs, Neubern, and Rev. 
Lawrence Stewart. 

The next meeting of the Ione 
Patterson Circle and the WMU of 
the Canal Point Baptist Church 


++ 


see fit to donate new TV equip-,, = 


| which was held Monday in the 
I Sunday School building. 
A covered dish luncheon “was 


Served at noon to 14, gemere 
Rev. and Mrs. Neubern, and Rev. | 
Lawrence Stewart. H 
The next meeting of. the Ione 
Patterson Circle will be. held 
March 11, at the home: of Mrs. M. 
F. George. l, | 
| 


Sod Busters Hear 
‘Mrs. Irvin Zumph 


Mrs 
Glade was .guest sr 
meeting of the Sod Busters Gard. | 
en Club" held Tuesday morning at | 
the home of Mrs. Joe T. Boynton 
on East Main -Stréet, with “the 
president, Mrs. J. Ray Hatton, pre- 
siding. Mrs. Zumph flower arrang- 
ing with various arrangements. 
One of the most attractive was 
made with geraniums, in the Or- 
iental manner. 

, The March meeting will be held 1 
at the home of Mrs. Edgar Wilder. | 
— 9 


HOME FOR WEDDING 


Irvin .A. Zumph of Belle 


MASONRY 
durable coalecea masonry 
ities of concr¢te block . . , 


termite- 
. For 


Concrete Mascary 
Ilinois, May 11, 1955. 


.FSU, Tallahassee, arrived Thurs- 
day and Mr. and Mrs.-Richard P. 
Korbly, Jr. of St. Petersburg will 
arrive today to*spend the weekend: 
with Miss Friend's and Mrs. Kor- 
bly's parents, Mr. and Mrs. Lewis 
Friend on East Main Street. Mrs. 
Korbly will be matron of honor, 
and Miss Friend will be a. brides 
maid in the Ramey-Mock wedding, 
Saturday evening. - €: È F 


eaker'at the | : 


Miss Cyndy Friend, a student-at | 


NIGHTLY 
PF dt 
4 TIME t 
MATINEE 
. EVERY SATURDAY 
1€ P. M. 


ADMISSION 25c ` 
PARKING 
Sorry, No Minors 


"WEST ON BELVEDERE | 


NEL CLU 


THEATRES 


PRINCE LAKE DRIVE-IN 


Pahokee Pahokee-Belle Glade Roe ! 


— 2 BIG FEATURES — 


SUNDAY-MONDAY-TUESDAY 
FEBRUARY 17-18-19 


“ROME 
ADVENTURE” 


TROY DONAHUE, ANGIE 


FEBRUARY 11-18-19 
“FIVE WEEKS IN 
A BALLOON” 


RED BUTTONS AND 
BARBARA EDEN; 
i 


ALSO—. 
DICKINSON, ROSSANO BRAZZI “NIKKI, WILD DOG OF 
& SUZANNE PLESHETTE 


THE NORTH” 


Just say the word... 
and suddenly you're saving" 


Joi THE PAYROLL SAVINGS PLAN 


WHERE YOU. WORK 


It takes only seven little words to. start you-on.a 
omatie 


saving... “Put.me on the 
.Sàvuigs Plan!" What's more, yeu don't 
to o farto say them. Just say them to your 

Hel do all the work: set aside the 


6hlpo, o 
amount you choose from your check and deliver 


your Bone 
a purci 
The Bonds you buy now pay 33495 interest to 
maturity—and keep earning for 10 years after. 
maturity. 

So, say tne word. Sign up now 
to buy Bonds regviarly where 
yu work through the Payroll 
Savings Plan. . : 


when you've accumulated enough for 


Yo 


You save’ more than money with ' 


‘U.S. Savings Bonds 


The US. Government. dors 7! pay. for thie potet 


Treasury Department thankz; 
` donation, The Adcertising 


SUNDAY - MONDAY - TUENDA v`; 


a 


Pst oy be a T 


an bb. C9, 
e dede 


M 
Y 


M e ^ + 
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$9999 Ide 


E eAce oo Kee 


n US. Savings Bond 


The-Treasury explains why the new ones you, buy and the ones 


Q: How does the new 334% interest rate benefit me? 


A: SLO re aen taster tine tie olt rate. 
$25. faster than the old rate. 


a guaranteed 4% each year to-maturity. 
Q: When did the new rate become effective? 
A: June 1, 1959. 
C CINA e ae Feu be 
erm pep 
Pla to maturity. The in- 
takes eec in th o ira Pu EETA period 


wn automatically earn their new 
A: Rex You don't need to do a thing—just hold on to 


your Bonds. 
NES o ede meen the be oc 


A: Yes. An automatic 1! 
into effect along wi poeseos era "This 
means your E Bonds will automatically earn- 
ing interest o 


349% increase makes it unneo- 
essary—and in almost 
tage to retath your present 

Q: How are series H Bonds different from series, E 
Bonds? | 

A: The chief difference is this: You buy. H Bonds at 
full face value and the interest is-paid by 


you own. now are better than ever 


case it is to advan- 
ayery your 


roy? (ios ths for the life of the Bond. ` 
i buy Bonds al at 75% of na va and the 
interest accumulates to maturi rovide 


ry Ji: rni a SE Bonds mild a. 
“fe for the ta 'hat's why many retired d 
feola H Bonda and fames saving or, say, a 
Rogol held H Bonda ani E Bonds. 
Q: In what denominations can I buy series E and series 
H Bonds? 
As E Bonds: [ENS Bat (cst sf), nn 


diet. $180.00), 


1 $990). 
) H Bonds: $500, 1o 2500 and $10,000. Tr 
are priced at face value. 


Ú: How safe are U.S. Savings Bonds? ` 
A: Savi Bonds are an absolutely riskless WAY to to 
save. United States Government guaran 
the cash value ‘of your Bonds will not drop, th that it 
‘can only: grow. 


Q: yhet if my Bonds should be lost, stolen or de- 
? 


YOU SAVE MORE THAN MONEY WITH 


U. S. SAVINGS BONDS 


|The U.S. Government does not pay for this advertising. The Treasury Department thanks 
. The Advertising Council and this publication for their patriotic donation, 
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` Canal Point 


f Barfield Highway 


Robert A. Shelley,- Pastor i 
SUNDAY: 
10:00 a. m.—Church School 
* 11:00 a. m.—Morning Worship 
6:30. p. m.—Youth Fellowship 
7:30 p. m.—Evening Worship 
MONDAY: ie 
3:15 p. m.-—Youth Choir pi ractice | £ 
TUESDAY n PES 
8:00 p. 1n.—Woman's Society 
1st Tuesday ' ey Ue 
2nd MONDAY: 
7:30 p. m.—Esther Class meeting | Of 
WEDNESDAY: 
7:30 p. rh.—Prayer Meeting 


First Baptist 
Church, Pahokee | 


SUNDAY 
9:45—Sunday . School. 
11:00—Morning Worship 
6:15—Training Union 
7:30—Hivening Worship to 
WEDNESDAY ' 
7:30—Prayer Service 


Baptist Church: 


SUNDAY: 
9:45 a. m.—Sunday School 
11:00 a. m.—Morning Worship 
0 p. m.— Training Union 
7:30 p. m.—Evening' Worship ` 
WEDNESDAY: 
1:30 p. m.—Prayer Meeting 


Church Of God, 


Pahokee, Fla. 
J. W. Hughes, Minister 
Plione 924-3736 
SUNDAY: 

9:45 a. m.—Sunday School 
2511:90 a. m.—Morning Worship. 
77 7:30 p. m.—Eyangelistic Ser- 

. vice 
TUESDAY: 

1:30 p. m.— Prayer. Service 
THURSDAY. 

7:30 p..m.— Youth for 
Service 


St. Peter's Lutheran: 
Church, Belle Glade 


August Koerber, Pastor 
601 W. Lake Rd., Belle Glade 
SUNDAY: 
‘ Divine Services 11 A.M. 
School 9:45 A. M. 


Holy Nativity 
Episcopal Church 


Pahokee 


Christ 


John H. Kinard, pastor 
10:00 a. m.—Sunday School 
11:00 a, m.—Preaching Service 
7:45 p. m.—Evangelistic Service 
8:00 p. m. Tuesday—V.L.B. 
8:00 p. m, Thursday—W.M.B. 
Everyone welcome: Special music 
and has tate 


Phone 924-7528 P. O. Box 882 
SUNDAY SERVICES: 
9:45 a. m.—Sunday School 
11:00 a. m.—Sünday Worship 
6:30 p. m.—Juniors 
7:00 p; m.—Sunday Evening 
Evangelistic' Service 

WEDNESDAY: f 

7:30 p. m.—Midweek Prayer 

meeting 
‘Where you are ‘a stranger but 
once.” 


Three Chapters Of 
‘Sorority In’ Meets 


The three chapiard’ of Beta Sig- 
ma Phi Sorority met at the homes 
of members, Thursday, February 
Tth. 

“Hints from Heloise” was ° the 
topic of the program presented by 
Mrs, Donna Plumer at the meeting 
of the Xi Alpha Mu Chapter held 
at the’ home of Mrs. Grace Max- 
son, with Mrs. Norman Kennedy, 
corresponding secretary, presiding 
in the absence of the president. 
Mrs. Lavinia Parker was co-host- 
ess. 

Mrs. Doris Carter, a guest, illu- 
strated how to cover shoes: with 
material to match a costume. 

Mrs>Evelyn Lair, local chair- 
than of the March of Dimes cam- 
paign, gavé a final report. Total 
sqpctons ere $527.48. 

e next-meeting will be held 


March 7, at the home of Mrs. 
Wilde Alley, with Mrs. Kyle 
Scott as co-hostess. 


The Senior Girl Scouts present- 
ed a clever skit on the story of 
Cinderella, using TV commercials, 
at the meeting of Beta Omicron 
Chapter, held at the home of Mrs. 
Gertrude Williams with Mrs. Lov- 
da Newton as hostess. The pro- 
gram was under the direction of 
Mrs. Virginia Collier, who will be 
hostess to the Chapter at the next 
meeting on February 21. 

Mrs. L. W. Armstrong spoke on 
the pioneer days in Pahokee and 
some of the difficulties encounter- 
ed in settling this area, at the 
meeting of the Xi Beta Tau Chap- 


Rev. L. Lossing, Vicar 
SUNDAY: 
10 a. m.—Sunday School 
11:00 a. m. —Worship Service 


Canal Point First - : 
Baptist Church E 


Elder R, E. =, Barfield 


SUNDAY: 
10:00 a. m.—Sunday School 
11:00 a. m.—Morning Worship | 
1:00 p. m.—B..T. C. N 
8:00 p. m.—Evening Worship 
WEDNESDAY: S 


:30 p. m.-—Midweek Prayer ^ 
y 2 ‘Service 
2nd and 4th TUESDAYS: 
7:30 p. m.—Ladies Auxiliary 
Meeting. 


St. Mary’s Catholic 
` Chureh 


Father Francis Fennech, Pastor 
Sunday Mass — 11:30 a.m. 
Confessions before Mass 


Mr. and Mrs. Don Collier plan to 
visit her parents, Mr. and Mrs. H. 
L. Huffman in Punta Gorda, this 
weekend: E 


ter held at the home of Mrs. Doris 
Lane, 
Mrs. Jean Salvatore, Mrs, Clark 


The rerus monthly meeting “ot 
‘| the circles of the Woman's: Mis- 
sionary Union of the Pahokee 
First Baptist Church were held in 
the homes of members, Tuesday. 


Rev. T. C, O'Steen 
SUNDAY: 
9:45 a. m.—Church School 


Members of the Betty Mills Cir- 
cle met Tuesday morniig at the 
haine à Mrs. Don Collier. ‘Mrs. J. 

- resented the first three 
ters bf! the mission study 
ments were served 
during the social 


"Mis. Edwin T 


e "iot 
mision study at 


calendar was given by Mrs. L. M. 
Mullis. The next meeting will be 
held at the home of Mrs, F. G. 
Gillis. 


Christian Science 
Group Of"Canal Point 


"Soul" will bé the subject of the embers of the Faye Taylor 
Lesson-Sermon this Sunday. Circlé met at the home of Mrs. M. 
Bible readings will include this |M, Andrews Tuesday eveil)ng 
passage from Psalms (42:11): | evening, with Mrs. Ed Todd as co- 
"Why art thou cast down, O my |hostess, and “Mrs: Ralph Crews, 
soul? and why dyt thou disquieted' circle chairman, presiding. The 
within, me? hope thou in God: for program, “Christian Witnessing", 
I ghall yet praise. him, who is the |iyag presented by Mrs. Gene Gore, 
health of my countenance, and my | Mrs. R. H. Angel Mrs. Ralph 
God.” Crews, Mrs. Kyle Hatfied, Mrs. M. 

Other passages will emphasize M. Andrews and Mrs. W. M. Doug- 
the Christian ` Science- teaching las. 
that man's real soul is not some-| ‘The mission study was present- 
thing in the materia] body, but the ed by Mrs. Edwin Todd. 
óne infinite Soul, or God. Also in- The community mission project 
cluded will be this sentence from | tor the month is visiting the sick. 
“Science and Health with Key to The March meeting will be held ! 
the Scriptures” by Mary Baker at the home of Mrs, Gene Gore. 
Eddy (p.90): "Soul has infinite 1 
resources with» which, to bless 
mankind, and happiness would be 
more readily attained and would be 
more secure in our 'keeping, if 
sought in Soul." 
— —À 
VISIT MIAMI CHURCH 

Mrs. Ruth Meredith and Mrs. 


Ida. Larrimore spent Saturday 
night with Mr, and Mrs. W. A. 
Slauter. and family, and Mrs. Florida Cattlemen. 


Josephiney Arnold, in West Palm 
Beach. On ‘Sunday they attended 
the: morning service at Tarbeaux 
Methodist Church in Miami where 
Mr. Slauter is choir director, Sun- 
day afternoon, Mrs. Eva Howell, 
Mrs.'Susie Renfro and Miss Eliz- 
abeth Carraway, all former resi- 
dents of Pahokee, were also guests 
of the Slauter's at their West 
Palm Beach home. 


ir 


an outstanding service to 
a trial. 


Mr. ‘and Mrs. W. D. Davenport 
and daughters, Terry and Debbie, 
óf Brandon, will arrive today to 
spend the weekend with her par- 
ents, Mr. arid’ Mrs. Lewis J. Fras- 
er. Little Miss Terry will serve as 
a flower girl in the Ramey- Mock, 
wedding tomorrow. 


‘Phone WY 6-3028 


The mission study “The Chains; 


Monday Cattle Sales 


Are regularly held at the Glades Livestock Market 
which is owned and operated by: more than 120 


You'll enjoy the excellent service you receive here 
at this Market. We make an effort at all times to give | 


a a a 


SALES- EVERY MONDAY AT 1 p. m. 


Glades Livestock Market 


ASSOCIATION s 
On Pahokee-Belle Glade Road 


Philadelphia, Pa., on the first part 
of her trip to join her husband in 
Gerthany. On Saturday. night, she 
willfly from McGuire Air Force 
Base, New Jersey, to Frankfort, 
Germany, where her husband will 
eet her. They plan to live in 
Tem; yy, where 
Airman Gandy is for 
three years. 


CLASSIFIED AD PAY 


'the trick. Why ot 


r | bere n i 
“ftry it? t isa small cost—$1.00'a 


week. 


GOTTA A ROOM for rent? A 
small ad in this column:.will get 
‘the job done. It only costs a dollar. 
Call. 924- ik. 

ulova a. Watch 
ulova EX os, Watch 
bands, Clocks. Fishing and hunting 
licenses. Greyhound and Trailways- 
ticket’ agency. CANAL ‘POINT 

SPORT SHOP, Phone 924-7787. 
: N23ch. 


BEC YS Ra 2 US AB. A11 Pik E 
FOR SALE: Maytag Gas Range 

used very little, bargain. Phone 
924-7600. 


FOR SALE: New and Used Willys 
1 Jeeps. Walter Ashley's Garage 
i in Belle Glade, Phone 6-3058. 

Oct. 17-54-ch. 


buyer and séller. Give us“ 


George Young, Manager 


Wilkinson and ‘Mrs; Shirley Shir- 
ley were elected on a nominating 


.| committee to ‘select, & slate of of- 


ficars fo? the éoming year. 
Mrs,‘ Lois White, president of 
the chapter. presided. - 


eS t 


| Valentine Parties 
By Baptist Church 


A series of Valentine parties are 
ing sponsored this week by the 
Canal Point Baptist Church under 
the. direction of Rev, and Mrs. 
Lawrence Stewart, Mrs. Jim Gif- 
ford and Mrs. Charles Maxson. 

The theme of the parties is, “The 
Sweetest Time of Your Life,” and 
they are being held in the recrea- 
tion hall of ‘the church. Last night, 
a party was held for the juniors; 
tonight theré wil be a party for 
the adults, and there will be an 
extra special party Saturday night 
for single young people, 17 to 24 
years of age. 2 

oe —— 

Mr. dnd Mrs. J. H. "Bordeaux 
spent the weekend. with relatives 
jin Fort Lauderdale. 


Home Ownership Was Never 


HAYE YOUR DOWN PAYMENT NOW? WANT TO 

1f you've-located the home you want and you 
have your down payment, you're ready to see 
us about a low cost home loan. = 
because we 


This is the place to come, 
specialize in. loans to buy homes. We know We also add 
just what to do to see that your loan is quick- regularly . 


ly precessed and how to arrange easiest terms. 


40.8. W. AYENUE "B" „BELLE GLADE ` 


This. Year Give Your Family the Kind of 
Happiness and, Security that Comes Only | 
` with Owning Your Own Ho el 


Turn Those RENT RECEIPTS 
Into SAVINGS !! 


In a surprisingly short length of time, you 
too can have your down payment. 
how — open a savings account here right 
away. Save as much as you can . 


. so your savings will grow even 
faster. Accounts may be opened by mail. 


.Let Your Money Earn 412% Payable Semi-Annual 


E EVERGLADES FEDERAL 


Savings And Loan ‘Association’ 


, ACCOUNTS INSURED BY FEDERAL SAVINGS AND LOAN. INSURANCE CORP. 


“Pain Beach County's Oldest Sayings & Loin Ameria” - 


Easier! 


BUY, BUT LACK CASH? 
Here's 


. regularly. 
& big dividend to your account 


PHONE. WY6-2067 
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At The Everglades News In Canal Point When You Place An 
Order For Printing You Are Assured Of .... 


JUST PHONE 2661 


Paul Rardin Will Probably Answer 
The Phone And Your Printing 
Worries Will Be.Over. 


Sehr 


Printing Of Every Kind 
LETTERHEADS .... ENVELOPES .... ACCOUNT SALES. ... INVOICES 
YOU NAME IT....WEPRINT IT 


Modern Automatic Equipment 


This | Equipment Coupled With A Certain dumouit Of Know-How Guarantees 
You! Perfect Service.On Any Printing Job. 
P 


L] 


- Snap-Out Invoices 


If You’ve Gone Completely Mod- 

ern And Use Snap-Outs, Give Us 

A Call. We'll Be Johnny-On-The-. © ~ MENU 
. Spot With This New Service. BUILDS YOUR 
Sdn ue BUSINESS 


See us for the kind of printing 


= dk Everglades News “mee. 


GETS RESULTS CALL 


Patil’ Rardiri —Owner-Publisher ya 


E rA . . For Nearly 30 Years ` TE T E. 


EELS me LEE RS ee ee 


LTS OALL 
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The Everglades News, Canal Point, Florida 


Lions Club Hears— `. 


o; Acontinged from page 1) 
term of George Rashley who re- 
signed. t 

it,was announced that District 
Gevernor’s Conference will be 
héld in Pahokee on April 7, and 
that James H. Wilkinson, Jr. will 
be.in charge of setting up a wel- 
come booth in June for the conven- 
jence of Lions who will be driving 
through Pahokee to attend the In- 
ternational Lion's Convention in 
Miami on June 19, 21 and 22. 

Guests were Rev. C. M. Yates, 
Sebring; Rev. William Casto, 
Leon, W. Va.; Rev. T. C. O'Steen, 
Pahokee; Rev. L. Lossing, Belle 
Glade; Ron Schopp, West Palm 

, Beach, and Miss Willadene "Todd, 
was the guest of student member, 
Mike Watkins. 


New Study. Course— 


(Continued From Page 1) 
has sent 40 books to the school in 
connection with the Americanism 
vs Communism course, but it will 
be presented for the most part, in 
lecturé form. Since Florida stu- 
dents are so steéped in American 
history, parents need not fear this 
short course on Communist ide- 
ology. 

' The first half of the program at 
the meeting was presented by the 


Junior ‘Red Cross, composed of 
students from the third, fourth, 
fifth and sixth grades under the | 


* direction of Mrs. Hugo Boe 


Mrs. Evélyn Lair announced the | 


time for the new TV program 
“Operation Alphabet” for adults 
who can neither read nor write. 
The course will be taught twice 
. daily, every Monday, Wednesday 
and Friday for.33 weeks starting 
March 11. Television stations carry- 
ing the lessons will be WLBW, 


Channel 10, from 6:10 to 6:40 a. m.i i 


and WTHS,, Channel 2, from 6 to 
6:30 p. m. 

The room count was won by Mrs. 
Scott's fourth gradé, and Mr. 
Whiteside's class in High School. 
Hostesses during the social hour 
were Mrs. Mike Sanders and Mrs. 
Joe E. Thompson. 


Fashion Show By— 


(Continued From Page 1) 
tables were planned by Mrs. Glenn 
Powell and Mrs. C. B. Stringari 
and also featured the Valentine 
colors. Two rose trees were used 
on the side tables and a ‘heart 


shaped arrangement centered the | 


president's table. 
, Gifts were presented to Mrs. R. 
C. Lane and to each of the judges. 

Mrs. B. R. Mosley, fine arts 
chairman, was in charge of pro- 
gram arrangements. Mrs. C. M. 
Todd, president, presided over the 
short business session. ' 

It was announced that the Mad 
Hatters’ luncheon will be held 
Feb..27, under the direction of Mrs. 
M. P. Stanley. | 

Visitors were Mrs. F. H. Poteete, 
Mrs. Basil Todd, Mrs. Max Jones, 
Mrs. Guthrie Colvard, Mrs. Jerry 
Rutherford, Mrs. R. A. Powell, 
Mrs. Dicey Schearburn, Mrs. Mary 
Carlson, Mrs. Jake Williams, Mrs. 
Frank Tis, Mre. Ruby Guthrie 
and Mrs; Milton Douglas. 

MÀ — ———— 


Turnpike Speed 
: Set At 70 Miles 


TAMPA -- The opportunity to 
legally drive 70 miles per hour will 
be available to all motorist using 
the Florida Turnpike’on and after 
February 20th. 

The ‘Turnpike Authori decís- 
jon to change the existing 65 mph 
limit to 70.was based on the num- 
erous safety features engineered 
into:the four laned, limited access 
facility. 

The 40- mph.. minimum speed 
limit was -retained. ; 

Authority Chairman John M. 
Hammer, after a 70.mph pérsonal 

_- test of the 109-mile long: facility, 
foresaw no likelihood of danger to 
patrons using the ‘Turnpike. He 
said any fractional increase in the 
‘Pike's excellent ‘safety record 
would be “cause for returning to 
the 65-mph limit in the interests’ 
of motoring safety.” 


Elections Worry 
Those In n Charge 


A special election to select Palm 
Beach County two additional state 
_representatives, plus overlapping 
municipal elections, are giving the 
Palm Beach County Commission 
some problems in its voting ma- 
| chine department. 

The representative elections for 
nominations have been called for 
Feb. 26 and a possible run-off on 
March 12, General election in these 
races is set for March 26. 

The general election date is the 
same set by many municipalities 
for its elections. It is customary 
!for municipalities to borrow coun- 
ty voting machines for elections. 

Voting Machine Custodian 
Frank Sakser said it appeared 
that towns would have to make 
other arrangements for municipal 
elections since it would be imprac- 
tical to make voting machines 
available. In one instance—in West 
Palm Beach—where the same set 
lof registrations are used for both 
City and county, there-is a pos- 
sibility that both ballots could be 
placed on the same machines; In 
other towns where seperate lists 
are used, it would require other 
arrangements not doomed feasible. 


H 


| The commission told Sakser., v 
| 


work out whatever ‘arrangements |Home FROM INDIANA 


he could that would take care of 
the state election and still lend 
what measure Of cooperation pos- 
sible to aid the municipalities. 


C7 
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Silver Springs Has 
New Attraction 

ine d 

SILVER: SPRENGS — Florida 
has been "invaded". by, the Old 
West. A mew tourist attraction, 
Six Gun Territory, has been estab- 
lished 0n'228 wooded acres that 
can only be reached via a “wild- 
erness" ride on an old fashioned 
railroad. 

Rootin' tootin" -action in the 
Florida sunshine is the order of 
the day in Six Gun Territory. The 
Old. West setting features shoot- 
ings, bank holdups and gun fights 
almost, - hourly. -Visitors can also 
shop at\the old General Store, visit 
the Old Frontier Hotel or drink 
Red Eye at the Palace Saloon. 

Man behind Florida's newest at- 
traction is R. B Coburn, president 
of Mountain Development Corp., 
the parent company of 


Asheville,.N. C: 
Built at a cost approaching $2 


million, Six Gun Territory is a|weekend guests, her brother and 
Spectacular attraction equally ap- | sister-in-law, -Mr. and Mrs. Char- 
pealing to children. 


“Ghost | Will be the guests o? relatives; 
Town" in Maggie Valley near Pahokee, this weekend. 


Mrs. Pearl Agner has returned 
from a six weeks visit with her 
json and daughter-in-law, Mr. and 
Mrs. Merle Agner and family in 
Indianapolis, Indiana, and-her son 


J. D. Agner, in Chicago, Ill. She 


| was accompanied, home by Mr. angi 
| Bares Ji D. Agner, who are her 
| house guests, this week. While| 


Mrs. Agner was in Chicago, there 
was lots of ice and snow and the 
temperature went down to 26 be- 
low zero. 


eon 


Frank Thompson returned to his 
home in Pahokee, Tuesday, where 
he is convalescing after spending 
several days in the Lakeland hos- 
pital. y 
| pe 
Mrs. G. Bedford Brown of 
| Georgetown, Kentucky, arrived: 
last week and is the house guest of 
her brother-in-law and sister, 
Col. and Mrs. W. S. Evans at Port 
Mayaca. > 


———— M e -————— 


Mrs. Sadie Barwick of Miami 


oe 


Mrs. Mae Laflin had as her 


|les Adamson of Cocoa. 
D ` 


Cancer Talk Will 


Be Heard eb 21st 


| and daughter-in-law, Mr. and Mrs.,|* 


Colonel R. P. Mason, 
(retj Vice President for Research 
‘of the American Cancer Society, 
New York, will be a featured lun- 
cheon speaker at. the Florida Dis- 
trict Cancer Crusade Conference 
to be held in Ft. Lauderdale, at the 
Reef Restaurant, Thursday, Feb- 
ruary 21st. i 

The conference will be attended 
by key Society volunteers and 
friends from a four-county, South- 
east Florida area. These will in- 
clude representatives from from 
Broward, Palm Beach, Dade and 
Monroe Counties, The theme of 
the meeting will be “The Year of 
the Volunteer.’ Special emphasis 
will be made on the participation 
of volunteers in the $1,100,000 Ed- 
ucational and Fund-Raising Cru- 
sade of the Florida Division of the 
American Cancer Society which 
wil be conducted in April. 


+= — — 


Visitors at the home of Attorney 
and Mrs. Ralph O. Johnson the 
first part of the week, were his 
mother, ‘Mrs. ~J. O. Johnson, and 
Mr. and Mrs. L. H. Terry, all of 
Lakeland. 


FORD DEALER 


..| WINTER 


ANNUAL 


SPE 


Country Sedan. ill 
trated here. 


| 
I 


compact cost. 


Enjoy 


tures! 


E 
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Pahokee Motor 


B . . Phone 924-7126 


Now's the time to geta 
on from America's 


i wagon specialist! 
Choice of 15 wagons 
4 sizes, including 


63 Ford Galaxie 


s 


Trade now for a hand- 
somg'new middle- 
weight Fairlane! Big- 
car advantages at 
Nine 
models — including 
neW-middleweight 
wagons and hardtops. 


Save bn a big Ford! 
Fórd—Galaxie's 
new. $10 Million Ride 
in a luxurious sedan, 
hardtop, wagon, or 
convertible — all with 
service-saving fea- 


ITS THAT, SMART BUYIN’ TIME AGAIN! JUST LIKE LAST YEAR, COLD WEATHER UP NORTH 
ALLOWS EXTRA SHIPMENTS OF NEW FORDS DOWN HERE —ALL PRICED TO MOVE! EXTRA 
SAVINGS. FOR YOU! IMMEDIATE DELIVERIES, EQUIPPED JUST AS YOU LIKE! HURRY IN NOW! 


Company — 


Pahokee, Florida 


M D, 


